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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 00989 090649Z 
ACTION NEA- 11 

INFO OCT-01 ISO-OO EB-08 EUR-12 /032W 

048259 090655Z/15 

P090515Z MAY 78 
FM USINT BAGHDAD 
TO AMEMBASSY ATHENS PRIORITY 
INFO SECSTATE WASHDC 6151 
/USDOC WASHDC 

UNCLAS BAGHDAD 0989 

ATHENS; RTDO REQUESTED TO FORWARD TO GE REPRESENTATIVE 
ABBOUSHI 

E.O. 11652: NA 
TAGS: BEXP, IZ 

SUB J : GENERAL ELECTRIC (GE) SEMINAR FOR STATE ORGANIZATION FOR 
ELECTRICITY (SOE) 


REF ATHENS 3358 

1 . STATE ORGANIZATION FOR ELECTRICITY (SOE) HAS ACCEPTED 
GENERAL ELECTRIC SEMINAR IN PRINCIPLE BUT REQUESTS FOLLOWING 
INFORMATION BEFORE GIVING FORMAL APPROVAL: 

(A) PASSPORT PARTICULARS OF PARLICIPANTS (INCLUDING AD- 
VANCEMAN) AND WHERE GE WOULD LIKE VISAS ISSUED. 

(B) TECHNICAL QUALIFICATIONS OF PRESENTERS OF PAPERS. 

(C) LIST OF AUDIO-VISUAL AND OTHER AIDS THAT WILL BE BROUGHT 
INTO IRAQ FOR SEMINAR. 

2. SOE HAS TENTATIVELY SUGGESTED SEMINAR BE HELD SOMETIME 
DURING THE LAST TWO WEEKS OF JUNE BUT OFFICIALS SAID IT 
MIGHT BE POSSIBLE TO SCHEDULE IT EARLIER IF GE PREFERS. 

BECAUSE OF LEADTIMES GENERALLY REQUIRED ON THE IRAQI 
SIDE FOR EVENTS OF THIS KIND, USINT JUDGES MID TO TO LATE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BAGHDA 00989 090649Z 

JUNE TO BE THE EARLIEST REALISTIC TIMING. GE IS 
REQUESTED TO ADVISE PREFERRED DATES AND GIVE MINIMUM 
ADVANCE NOTICE IT REQUIRES FOR SEMINAR. 

PECK 
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